1.  DATE  • tUe  GROUP 

Summer  196^ 
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3.  LOCATION 


Sherman,  Texas 


3.  SOURCE 

ClvlXlan 


)0.  CONCLUSION 

Insufficient  data  for  evaluation 


4.  NUMBER  OF  OBJECTS 

One 


If 


5.  LENGTH  OF  OBSERVATION 


7-8  minutes 


6.  TYPE  OF  OBSERVATION 

Ground  Visual 


7.  COURSE 

North . 
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8.  PHOTOS 
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9.'  PHYSICAL  EVIDENCE 

□ Y«a 

S No 


FORM 


11.  BRIEF  SUMMARY  AND  ANALYSIS 

SEE  CASE  FILES 

Omittance  of  date  and  time  prohibits  evaluation 
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